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FM AMCONSUL HONG KONG 
TO SECSTATE WASHDC PRIORITY 5245 
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INFO AMEMBASSY MANILA 

CONFIDENTIAL HONG KONG 61 10 

DEPT. FOR A/SY/T & A/OC 

TOKYO FOR RSO & CO 

MANILA FOR RCO 

E.O. 11652: GDS 
TAGS: ACOM, ASEC 

SUBJECT: UNATTENDED OPERATIONS - TOKYO 

REF: (A) STATE 116379 (B) STATE 123976 (C) TSR, TOKYO, DATED 
4/10/75 

1. ULTRASONIC ALARM BROUGHT TO TOKYO IN MARCH, 1975, REF C, ITEM 
6.4, FOR INSTALLATION IN STATE CRYPTO ROOM; ALARM NOT INSTALLED 
BECAUSE OF S/KAG-1B LIMITATIONS ON INSTALLATION OF ULTRASONIC 
ALARMS IN AREA WITHOUT SHIELDED ENCLOSURE. CONTACT SWITCHES 
WERE PLACED ON VAULT DOORS AT FRONT AND REAR OF C&R AREA 
(MONITOR ON MSG DESK) AND CCTV WAS INSTALLED TO COVER STAIRWELL 
LEADING TO VAULT DOOR AT REAR. 

2. CAN INSTAL ADL, MODEL 6200, PASSIVE IR INTRUSIONS DETECTORS IN 
STATE CRYPTO ROOM IF THIS WILL MEET REQUIREMENT. ADVISE 

3. IF ADL SYSTEM APPROVED OR IF ULTRASONIC ALARM ADVISOR VI. 

CAN BE INSTALLED THRU WAVIOR OF S/KAG-1B RESTRICTION, INSTALLATION 
CAN BE MADE DURING LAST WEEK OF JUNE, 1975. 
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